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BILL NO. S-74-02- $. 


SPECIAL ORDINANCE NO. 


s- ///-yV 


AN ORDINANCE approving contracts with 
C . D . ARNOLD COMPANY and ALUM-ELEC . 
STRUCTURES, INC. for two new substations 


BE IT ORDAINED BY THE COMMON COUNCIL OF THE CITY OF FORT 
WAYNE, INDIANA: 


SECTION 1. Certain contracts approved January 22, 1974, between the 
City of Fort Wayne, by and through its Mayor and the Board of Public Works, and 


C. D. ARNOLD COMPANY and ALUM-ELEC. STRUCTURES, INC., for: 


C. D. ARNOLD COMPANY - Purchase Order # 3238 


36 SS#PBQ 341200, w/al. base 5,832.00 

6 SS#PBG 34600, w/al/ base 834.00 

60 SS#PBO 151200, w/al base 6,840.00 

6 SS#PBQ 15600, w/al. base 504.00 

42 SS#UDAL terminals 504.00 

6 SS#UDAL ' 72.00 

150 SS#UK 5666-4 terminals 1,200.00 

18 SS#UK AL 4052 2 terminals 72.00 

42 SS#SUK 8762 , stud conn . 1,023.54 

48 SS#SUK, stud conn. 1,169.76 

6 SS#SUK stud conn. 146.22 

18 SS#TR-10, KV insulators 403.20 

18 SS#TR-4, 15 KV insulators 218.70 

36 SS#CAFAL-P-27-3 bus support 756.00 

48SS#TCAL-2727, "T" Conn 1,312.80 

22 SSTQQCAL-2750, "T" Conn. 332.42 

6 SS#TOOC-2766-SHD "T" Conn 144.00 

12 SS#EAAL-2727, Couplers 362.64 

80 SS#l-)A-48-SND, Gr. Conn. 336.00 

16 SS#2-OA-48-SND, Gr. Conn 76.00 

16 SS#2-OC-2448-SND, Gr. Conn. 160.00 


ALUM-ELEC. STRUCTURES, INC. 
2 Aluminum Substation Structure 
2 Aluminum Substation Structure 
980' IPS Schedule 40 Tubular Bus 


Purchase Order #3239 
8,074.00 
10,774.00 
1,500.00 


TOTAL $42,647.28 


all as more particularly set forth on said CITY UTILITY PURCHASE ORDERS, which 
are by reference incorporated herein and made a part hereof, are hereby in all 
things ratified, confirmed and approved. 



an 













Read the first time in full and on motion by 


.5 seconded by 




and duly adopted? read the second time by title and referred 


to the Committee on C 




_ (and the- G-ity—Plan 


re-Reari-ng-t©—be--hel-d~after»..du_e_legal notice, 


at the" Gouncil Chambers, City-County Building, Fort~Wayne",' - ^Indiana, en 
the 

olGl©ek-PTM-.-jE-s-S-s-T-s~-— 

Date: .^2 / -• 



Read the third time in full and on motion by 
seconded b y 1 

s 

Passed fls@ST) by the following votes 

NAYS_ , ABSTAIMED 


CITY CLERK 


, and duly adopted, placed on its passage- 


AYES 

< 2 -> - 

BURNS 


HINGA 


KRAUS 

i / 

MOSES 

l/ . 

MJCKOLS 


SCHMIDT, D. 


SCHMIDT, V. 

IS^ .. 

STIER 


TALARICO 


DATEs 

<=2 ' 


ABSEMT 


to-wlt: 



CITY CLERK ' ' x 

Passed and adopted by the Common Council of the City-'Fort' T$aype, Indi ana , 

as (Zening-Map-)-^en^ra±-)--fAn-nexat±on) (Special) (Apprepriatroji) acdinance 
(Resolution) No- '7^/ on the , 197 £ /^ 0 

Mm. 



CITY CLERK " ' ' $lf§gp^gp| OFFICER 

Presented by me to the Mayor of the City of Fort Wayne, Indiana, on the 
day of 197 c / at the hour of / ■ -'Vd 1 clock 

M.,E.S.T. 




Approved and signed by me this &1*L 

4-Jd 


CITY CLERK 


at the hour of 


o 1 clock 


day of 
M.,E.S.T. 


197. 













































































SUSPENSION OF RULES 


BILL NO. 

Co un. ci Lman __ ___ , moved to suspend the rules 

on passage of BILL M0<, , at this meeting of 

______________ ' of the Com mo n Council of the City 

of Fort Wayne, Indiana,, Said motion was seconded by. Councilman 

, and duly passed by unanimous 

vote of all legally elected members of the said Common Councils 


The above BILL and _______ ORDINANCE was accordingly 

placed on its passage„ 

DATE s______________ 

PRESIDING OFFICER CITI CLERK 


AIES 


MYS ABSTAINED ABSENT TO- WIT 


BORNS 

HINGA 

KRAUS 

NUOKOLS 

MOSES 
D. SCHMIDT 

Vo SCHMIDT 

ST 1ST 
THARIGO 



Passed and adopted by the Common Gouncil of the City of Fort Wayne, 

Indiana, as _____ 

ATTESTS (SEAL) 


DATE? 


city clerk 














































































Bill No. S-74-02-12 _ 

REPORT OF THE COMMITTEE ON CITY UTILITIES 

We 5 your Committee on _ City Utilities _ to whom was referred an Ordinance 

Approving contracts with C.D. ARNOLD COMPANY and ALUM-ELEC. STRUCTURES, INC. 
A for two new substations 


have had said Ordinance under consideration and beg leave to report back to the Common 


Council that said Ordinance 


PASS. 


Paul M. Burns - Chairman 


James S. Stier - Vice-Chairman 


Vivian G. Schmidt , • - 
Donald J. Schmidt 
Eugene Kraus, Jr. 





/// ‘ 

. A 

^■■^3—war,- ...-_ ....... 

1 / 

7' 

’ / 

/ 

-7 

**» / 

[a. 


DATE. 


A 


•!<i CONCURRED 


!N 


.CHARLES V/. WESTERMAN, CITY CLERK 













































THE CITY OF FORT WAYNE 

beard of public works 



January 22, 1974 


The Common Council 
Fort Wayne, Indiana 

Gentlemen and Mrs. Schmidt: 


Attached are copies of two purchase orders totaling $42,647.28 covering 
materials to be used for the two new substations. Due to the long lead 
time (14-16 weeks) we are requesting "Prior Approval" in order to have 
these substations ready at the earliest possible date. 


Purchase orders will be sent to Council for formal approval and Ordinance 
number February 12, 1974. 


JDB/ss 


Sincerely, 



DrJ Jerry D. Boswell, Chairman! 
Bo|rd of Publiqyworks 


Attachments 


APPROVED: 















©Gin? ®[f sf®tet mmm 

5 »Tf iJi'UJtra . s 


PURCHASE ORD£:i* JSO- 


<1 v '6 b 


DEPARTMENT OF PURCHASES 
ROOM 950 CITY T » CO UN T Y BUJL:01;H6 

NUMBER ONE EAST MAIN 5JREET 
FORT WAYNE , INDIANA 4-&S02 


DATE 


This number must appear on each pack¬ 
age, packing slip, invoice, bit! of lading, 
express receipt and correspondence. 

January 22 , 1974 


.• 




C. D. Arnold Company 
P. 0. Box 50230 
Indianapolis, Indiana 


46250 


L_ 


n 


j 


y 


/? 






SHIP TO 


Light Construction Warehouse 
1701 South Lafayette Street 
Fort Wayne, Indiana 46803 




MAIL ALL INVOKES TO - 

CITT' UTILITIES 

GENERAL ACCOUNTING 
4th FLOOR CITY-COUNTY BUILDING 
NUMBER ONE EAST MAIN STREET 
FORT WAYNE , INDIANA 46802 
INVOICE IN DUPLICATE, INCLUDING 
CERTIFICATION AS REQUIRED 3Y 
INDIANA STATE BOARD OF ACCOUNTS 


QUANTITY 

QUANTITY 

DESCRIPTION 

ACC T. OH 
W.O. NO. 

UNIT PRICE 

TOTAL. 




r a , { W.0. 

0640 - i 

W.O. 406<£ 

1 



36 

SS#PB0 341200, w/al, base 34.5 KV 1200 A Hookstici 

Sw. 

162.00 

5832. 

00 


6 

SS#PBQ 34600, w/al. base 


139.00 

834. 

00 


60 

SS#PS0 151200, w/al. base 


114.00 

6840. 

00 


6 

SS#PB0 15600, w/al. base 


84.00 

504. 

00 


42 

SS#UDAL 90-27-4, ternimals 90°, 2”, i.P.S. A1 - 4 







Hole Pad. 


12.00 

504. 

00 


6 

SSRIDAL 90-27-2, same 2 hole 


12.00 

72. 

00 


150 

SSt'UK 5666-4, terminals, 750 mcm 4 hole pad 


8.00 

1200. 

00 


18 

SS#UK AL 4052 2 terminals, 4/0 a!. 2 hold pad 


4.00 

72. 

00- 


42 

SS#SUK 8762, stud conn. H-12-750 mcm 


24.37 

1023. 

54 


48 

SS#SUK, stud conn. 14-12-750 mcm 


24.37 

1169. 

76 


6 

SS#SUK, stud conn. H-12-1000 mcm 


24.37 

146. 

22' TV 


18 

SS#TR-10, 34.5 KV insulators 


22.40 

403, 

20 


18 

SS#TR-4, 15 KV insulators 


- 12.15 

218. 

70 


36 

SS#CAFAL-P-27-3 bus support 


21.00 

75-6. 

00 


48 

SS#TCAL-2727, "T" Conn 2" R U 


n. 27.35 

1312. 

80 


22 

S$#T00CAL-2750, ' ! T ! ' Conn 2" R, 4/0 T 


15.11 

- 332, 

"42. ■ . 


6 

SS#T00C-2766-SHD, ,! T" Conn 2" R & 750 T 


24.00 

144. 

00 


12 

SS#EAAL-2727, 2” i.P.S. Couplers 


30.22 

: 362. 

64 


80 

SS#l-)A-48-SND, Gr. Conn, 


4.20 

336. 

:oo t. 


16 

SS#2~0A-48-SKD, Gr. Corm 


4.75 

76. 

00. 


16 

SS#2-GC-2448-SND, Gr, Conn. 


10.00 

160. 

00 





22,299. 

23 ' - 



14 - 16 weeks ARO 
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Suftjeut to Coimc,? Ittime Approve 1 






| ■ 

! m&fm -Jff J : 'v ; ' 


t . 




. >- ' MliST V. 1(1 -CL U Ml 

•• r :'\ v 

■ use o-U:\.r 


|Sfp| ; 


BY 


■// VTK„ 




CON'DI TTO MS ON REV ERSf S !D£ 


C j t •/ ij r ...; 
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r* P u H a s ! H M G S N' 


*?S1R** 
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PURCHASE ORDER NO. 




L 


, >* . ,#S ! 

' ' %M 

DEPARTMENT OP PURCHASES 
ROOM 950 C. IT COy?-4'i T BULL DING 
NUMBER ONE EAST MAIN STREET 
FORT WAYNE , INDIANA 46§&2 

Alum-Elec. Structures, Inc. 

Stocker and Wohlert Strait 

P. 0. Box: #30 

Angola, Indiana 46703 


This number must appear on each' pack¬ 
age, packing slip, t-nvoice, buf of fading,* 
express receipt and correspondence. 


DATE. 


January 22, 19/4 


n 


_j 


J W 
A j v '7 va 

0 i 

• ■ j .v 





TO 




< . rt 
t A. 


• - >■ a 

\ 4V 





SHIP TO 


Job Site 

(Electrical Engineering) 

Room 650 - City County Building 
One Main Street - Fort Wayne, Indiana 






.-HD 

T1L1TIE5 

GENERAL ACCOUNTING 
4th FLOOR CITY-COUNTY BUILDING 
NtiMiil OWE IASI MAIN STREET 
FORT WAYNE , INDIANA 46802 

INVOICE IN DUPLICATE, INCLUDING 
CERTIFICATION AS REQUIRED BY 
INDIANA STATE BOARD OF ACCOUNTS 


iUANTITY 

LgCEIVEO 


QUANTITY 

ORDERED 


980* 


poss ! 
bo i ts 


DESCRIPTION 


W.O. 


4 KV - 15 KV All Aluminum Substation Structure 
Only per Quotation Ref. No. 203 dated 12-28-73 

34.5 KV All Aluminum Substation Structure only 
per Quotation Ref. No. 203 dated 12-28-73 
Each Station requires 18-1 in Galv. Anchor Bolts 
with nuts and washers making a totai of 72. 

2 in. IPS schedule 40 Tubular Bus only per 
Quotation Ref:,, No. 203 dated 12-28-73 

Send drawings to City Utilities, Electrical Eng in 
Department, One Main Street, Room #650, Fort Wayn 
Attention: Doyne L. Ferris, Electrical Engineer 
le. Drawing approval required. Footer layout and 
to be delivered 10 days after drawing approval. 

These structures shaI 1 be constructed to accommod 
Southern State Electrical Fittings which will be 
by C. D. Arnold Company. Also the structuretsha 
I Igtitni ng arresters, potent i a I transformers, #ta 


ACC’T. OR 
W.Q. NO. 


40640 


Bering 
s,- tndianla. 
as: soon ; 
anchor 


transformer's: and 
m 11 be; sup;p I led 


fused 
by City 


ate the 
supplled 
i aceomm< 
ion po-wer 
c 


ij5scohnedts whose*mountingf dfiSensicJns 

Utilities-, Electrical Engineering Departmenl 


Subject to Counci{manic Approval 


F.O.B. Delivered 
ATfi/dfe M 


14 to 16 weeks A.R.O. 


UNIT PRICE 


W.O.. 49641 


ddate 


8074. 


10,774. 


1500 


20,348 


00 


00 


00 


00 




.. 


«B,Ss«8tr t® 1-T‘i RgMESsfi: sY&fi- 



T rr:;, ::::: 

? - 



































V VENDOR ' 

SIESTA!IGU STRUCTURE BIDS 

- CUT UTILITIES 

: 

1 

: 

i CANT OF FLU AVAL 
| -dip STATION TELI. 13 

COST OF FITTINGS 
AID: GABLE 

COST 0” Pf 

ABRESTOSS . 

COST 
.- FOR C 
ST?A 

34. J KV 

A KV 


j * 5 2V 

■4-——=:—-— 

1- KV 

N. <5 KV 

\ uv 


' 4 Sf 

54,5 

JCU E. % rd Street, 
ludiananolis, Indiana 

j . • ; ■ ' ' ' 

■$l4,98O-,0ft A l to. escalation 
clause 

Less : -pot traaw. 

Leas station trans. 

Lest lightning arrestors 
Freight Alloaed . 

$1 V 58.00 with escalation 

. .clause 

-■■Leas pot trans. 

/Le#s lighting arrestors 
Freight Allowed - 

WKS 

1 

1 . • 

} 

J 

1 

A ayl 

' J' * * '->U' - 

• - 1 

i 

.. - : ' ] 

! 

- i 

. 5 ' ! 


rSa .--QA. -./• 

' 

i 

: 

A , .-s'. 

d>ruU^'-/ M 

... H. K. PORTER 

1Uo 75 ¥. 10 Mile Road 

Southfield, Michigan 

$ 1 8,559*OG with escalation- 
clause 

Freight Allowed . 

$ 15 , 297.00 with escalation 
----- clause ..A 

Freight Allowed -y 

15 

to 

N 20 

VKS 

A ^UAA-..UHA -- 

A. ' v ' UAi..- ■ • 

r • ' -N. ■ 

' 

' 

. . ■ -- ■ - . 

' ; 

- ■■ 




$18,55 

TATM4M 

23290 Commerce Park Drive 
Cleveland, Ohio 

$19,831.00. - V 

$19,7-3.00 • 

-Vx u.; ;. t :n 

r * > TfN ' - - “ - 

22 

to 

2 c 

¥IS 

pypMJlyl^u /N 




-■ ... / 


$ 19,85 

ALUM-ELEC STRUCTURES', 'INC. 

Wohlert A Stocker Streets 

P. 0. Box 30 

Askold, Indiana 4670 3 

$ 5 , 762.00 ; - •' r ' 

Aluminum Structure- and Bus 
Only ' 

Delivered ' ’.A.:;, 

$4,412.00.' 

' Aluminum -Structure and Bus 
. Only 

Delivered 

A : ; -^:UU95n'' 

’l4 ' 
N&' 

16 

-WKS 

.■'.'-■ v» 

r 

_ 0 _ 

u 

:• $ 652.00 

M , 

’V 

Nu Mi Nu N 

■JSrfe 

\ 5 

irJ'-t' 

a .. 


$ 18,05 

energy service cor?. 

P. 0 . Box JCt 

uagerstofiro, Indiana 4’,Mho 

$15,1 So. 00 

Less pot trans. 

Less station trans. 
Freight; Allowed 

/$l4,480.00 vU'-MfA'U"- ' ’ 

,Less pot tran 3 * 

. Freight Allowed. f " 5 - 

> .--J 

• 5 , 780.00 

- , ■ 

.-'•a:-' ■u,.n-0n u.a -2 

. ' 

!•/ - • A 

■- 2 





$17,65 

' SOtAL . , 

1122: E... fipth St., Chicago, Ill. 

.-.Aq. aid.... .... . .u ; 

. .-Eo-Bld 

■' - .*'r*-r s * 



r -A- U ■ •- 

• " - ' ' 1 






inij nmC i.iii.CAL miniNEARING DEPAR' 
STRUCTURES , INC, A CAREFUL EVAL 
THE TASK FOR THE LEAST COST AND 
AN ALUMINUM STRUCTURE WILL RESUlt' 


LENT RECOMMENDS THE CONTRACT 3E AWARDED TO ALUM-ELEC 
ATION OF ALL BIDS INDICATED THAT CITY LIGHT CAN ACCOMPLISH 
U TIES SHORTEST LENGTH OF TIME USING THIS SUPPLIER. ALSO, 
IN ADDITIONAL FUTURE SAVINGS. 


Do " t' L, t - 

in- «i , - iriBBBr 

Uit ■ - ciiirj rr 

IgtjigMF ~ I", 4N-A ' „- ( . fl 
























































































































THE CITY OP FORT WAYNE 

board of public works 


January 22, 1974 


The Common Council 
Fort Wayne s Indiana 

Gentlemen and Mrs. Schmidt: 

Attached are copies of two purchase orders totaling $42 3 647.28 covering 
materials to be used for the two new substations. Duetto the long lead 
time (14-16 weeks) we are requesting "Prior Approval" in order to nave 
these substations ready at the .earliest possible dace. 

Purchase orders will be sent to Council for formal approval and Ordinance 
number February 12 s 1974. 

Sincerely, 


JDB/ss 

Attachments 



airman 


Dr.| Jerry D. Bo s'/e 11 s 
Board of Pub!iopWorks 












4 0 

To 

City Clerk Memorandum 

CHARLES W. WiSTERMAN, Clerk 

Dr. Jerry Boswell - Board of Works Dsij . e 2-27-74 


From 

Charles W. Westerman - City Clerk 


Subject 

Appearance before Common Council - March 5, 1974 




COPIES TO: 



RE: BILL NO. S-74-02-12 


AN ORDINANCE approving contracts with 
C.D. ARNOLD CO. AND ALU-ELEC. STRUCTURES, 

INC. for two new substations. 

RE: BILL NO. S-74-02-34 

AN ORDINANCE approving agreements to 
purchase Real Estate for the Avondale 
Substation Expansion. 

Your jiresence is requested on March 5, 1974, at 7:30 o'clock 
P.M., Room 124J by the members of the Common Council and 
Paul M. Burns, Chairman of the City Utilities Committee, in 
regard to the above bills. 

It is also requested that you bring along any materials or 
information that you may have which will help the Council in 
its decision regarding the above bill. 















Admn. Appr. 


L^. 



TITLE OF ORDINANCE: City Utilities Purchase Order Nos. 3238 and 3239 _ 

DEPARTMENT REQUESTING ORDINANCE: Board of Public Works __ 

SYNOPSIS OF ORDINANCE: Request approval for purchase of materials to be used for 


the two new substations totaling $42,647.28 as follows: 

#3238 C. D. Arnold Company$22,299.28 

_ #3239 Alum-Elec. Structures, Inc. _ 20,348.00 

TOTAL $42,647.28 


(See copy of "Prior Approval" letter attached) 


EFFECT OF PASSAGE: Will be able to purchase materials for the two new 

substations. 


EFFECT Oh NON-PASSAGE: Will be unable to complete new substations. 


MONEY INVOLVED (Direct Costs, Expenditures, Savings) 

Total cost to City Utilities: $42,647.28 


TO COMMITTEE (J.N.) 


/ss 











































